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ERRATA for Vhilofophkal Tranfaft. Numb <x 3 3 

^750. /. 27c read tamen re&ificandi /. }o. /&&#. 

In Numb, 2; 6. 


F^ge 6. L 1. <fr/e dry p. 8. /. 8. dry fcorched p.io. I.16. is often /. 21, 
Cioathes and Flefh £.17. line 15. for MCK read NMCK ibidA.ii. for CR r. 
CK. zWrf. Lgo./or Luna r. Lunae iMrf. I. $1. /or qui r.quse ##. deleatur !,«/*, 
j>. 18. Li. for Pofito r. Etpofito i^/^I. 4.5. ^o. 42 ibid, let thefelfr- 
gures, viz. 2. 24. 2. 54.^ 3. 24. £e comprehended within one Brace ibid. 1. 28. 
for traniitus r. . Tranfitus ibid. 1. pe/w//". tf/iter borealifTimi add vel auflraiif- 

iimi *>_ to- 'I. i£. for irca r. infa fc. 20. f. 7. & 8. fnr fiimnta u<- AT y 
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